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Message Text 


CONFIDENTIAL 

PAGE 01 ATHENS 07514 26I209Z 

44 

ACTION SY-05 

INEO OCT-OI EUR-I2 ISO-00 /018W 

016958 

R261138Z JUL 76 
EM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 5721 
INEO AMCONSUL ERANKEURT 
AMEMBASSY NICOSIA 
AMEMBASSY ANKARA 

CONEIDENTIAL ATHENS 7514 

DEPT FOR A/SY/T; FRANKFURT FOR RTC, NICOSIA FOR RSO, 

ISTANBUL EOR RSO, ANKARA FOR RSO 

EO 1 1652: GDS 
TAGS: ASEC 
SUBJECT CCTV 

REF: ISTANBUL 2710, NICOSIA 1917 

1 . ISTANBUL HAS REQUESTED A LINE VOLTAGE REGULATOR TO 
PREVENT EXCESSIVE LINE VOLTAGE ELUXUATION. LINE VOLTAGE 
VARIES FROM 80 VAC TO 130 VAC AND THEY EXPERIENCE PERIODIC 
POWER DISRUPTION. DOES A/SY/T HAVE ANY LINE REGULATOR THAT 
CAN BE USED EOR THIS PURPOSE? 

2. NICOSIA HAS SHIPPED A DEFECTIVE CCTV CAMERA, CBMZ AND 
MONITOR TO ATHENS EOR REPAIR. MONITOR AND CBMZ HAVE BEEN 
REPAIRED; HOWEVER, CAMERA NEEDS MORE WORK. CAN A/SY/T SEND 
ONE MK-II CONCORD NON-DAY NIGHT CAMERA TO NICOSIA? 

3. SEVEN CONCORD CAMERAS HAVE BEEN SHIPPED BACK TO A/SY/T 
EOR REPAIR. CAMERA SERIAL NUMBERS ARE 184187, 001232, 184426, 1841 14 
, 184188, 184187,001239. 

SHIPPING REGISTRY NUMBER IS 2463038. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: BoyleJA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ATHENS07514 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D760286-0934 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760723/aaaaatxu.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 76 ISTANBUL 2710, 76 NICOSIA 1917 
Review Action: RELEASED, APPROVED 
Review Authority: BoyleJA 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 APR 2004 by ShawDG>; APPROVED <04 AUG 2004 by BoyleJA> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: CCTV 

TAGS: ASEC 

To: STATE 

Type: TE 
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